Meet at Central Fire Station at 6:45 pm for a walk through. 
Regular meeting at Town Hall at 7:30 pm 


Town of Arlington 

Permanent Town Building Committee 
Meeting Notice 


Location/Time/Date: 

Town Hall Annex, 2”** Floor 

Tuesday 2 September 2014 at 7:30 PM 

Participants: 

Michael Boujoulian 

Adam Chapdelaine 

Bill Hayner 

Robert Jefferson 

John Maher 

Mark Miano 

Alan Reedy 

Suzanne Robinson 


Proposed Agenda 

1. Central Fire Station update—^Mr. Barachowitz, Mr. Shaw, Mr. Jefferson 

2. Community Safety Building Phase 2—Mr. Cole, Mr. Chapdelaine, Mr Heim 

3. Other Business 


Distribution: 

Participants 

Town Webmaster 
Eileen Messina 

Eric Ammondson 
Jeff Shaw 

Kevin Nigro 

Brian DeEillipis 
Burt Barachowitz 
Kevin Kelley 
Andrew Elannagan 
Doug Heim 

John W. Cole 

Chair 

to wnmanaeer @ town. arlington. ma. us 

emessina@town.arlington.ma.us 
eammondson @ ammondsonarchitects. com 

i shaw @ donhamands weenev .com 

knigro @ nmaconsultants .com 
ndefillinis @ nmaconsultants .com 

bbaracho witz @ nmaconsultants .com 

kkellev @ to wn. arlington. ma .us 
aflannagan @ town. arlington. ma .us 

dheim @ to wn. arlington. ma. us 














